Control Holes 


Harry Rickard (#1802) & John F. Lyding (L106) 





Portland, OR New York 


Branch office control identification for Swift & 
Company was a control hole(s) at the top, bottom, 
or sides of the letter "S". 
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New York New York 


In some instances, matching holes were placed 
opposite each other. 
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